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CONFIDENTIAL 

PAGE 01 WARSAW 041 15 160933Z 
16 

ACTION SY-10 

INFO OCT-01 EUR-06 ADP-00 SSO-OO FBO-01 FS-01 /019W 

100185 

O 160848Z AUG 73 
FM AMEMBASSY WARSAW 
TO SECSTATE WASHDC IMMEDIATE 0000 
INFO AMCONSUL FRANKFURT IMMEDIATE 

CONFIDENTIAL WARSAW 4115 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: EVAPORATOR BLOWER MOTOR 

REF: WARSAW 3734; STATE 147745 

DEPT FOR O/SY/T; FRANKFURT FOR OIC RTC AND RSS 

1. CONDENSER BLOWER MOTOR P/N BAR 134-9. AIRFLOW MDL#SAC-14-S, 
230V, 1 HP, 50/60 #2, NOT OPERATING. ATTEMPTS TO REPAIR OR 

HAVE REPAIRED ON LOCAL MARKET HAVE MET WITH NEGATIVE RESULTS. 
PROBLEM IS BELIEVED TO BE IN STARTING COILS. IN THE PAST HAS 
REQUIRED EXTENSIVE EFFORT TO START BY HAND. UNIT WAS RUNNING 
HOT. POWER SUPPLY NOT A PROBLEM. 

2. REQUEST RTC FRANKFURT SUPPLY REPLACEMENT UNIT (MOTOR) FROM 
AC ON HAND FOR ACRS ON LOAN BASIS. IF UNABLE TO DO SO REQUEST 
O/SY/T OBTAIN MOTOR AND POUCH. 

3. MOTOR HAS FAILED THUS LARGE ACR IS OUT. THIS ROOM IS IN 
CONTINUOUS USE. IT IS ALSO USED BY THE AMBASSADOR FOR TWO 
STAFF MEETINGS EACH WEEK. 

4. REQUEST REPLY AS TO ACTION WHICH IS GOING TO BE TAKEN. 

SHIPPING DATE AS INDICATED IN REFTEL IS NOT SATISFACTORY IF 
WE ARE GOING TO MAINTAIN PROPER SECURITY POSTURE. FUNDS 
CITATION IN REFTEL INCREASED TO COVER ALL COSTS. 

DAVIES 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973WARSAW04115 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS DAVIES 
Errors: N/A 
Film Number: n/a 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730832/aaaaaxqp.tel 

Line Count: 52 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: WARSAW 3734; STATE 147745 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Aug-2001 by izenbei0>; APPROVED <26-Nov-2001 by garlanwa> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: EVAPORATOR BLOWER MOTOR 
TAGS: ASEC 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



